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SUBJECT: TARAPUR SPENT FUEL STORAGE 

REF: NEW DELHI 4167 

1 . FOLLOWING ARE DEPARTMENT AND DOE COMMENTS ON TARAPUR 
POWER REACTOR RERACKING ESTIMATES DISCUSSED IN REFTEL. 

2. INSTALLATION OF FULL COMPLEMENT OF HIGH DENSITY BORAL 
POISONED RACKS IN THE EXISTING TARAPUR SPENT FUEL STORAGE 
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POOLS AS PROPOSED BY GE (DOE CONTRACTOR ON THIS PROJECT) 

WOULD PROVIDE STORAGE CAPACITY FOR ABOUT 2500 ASSEMBLIES 
AND WOULD PROBABLY COST ABOUT 3 MILLION DOLLARS. THIS 
AGREES WITH SHANKAR ESTIMATE BUT IS ALSO CONSISTENT WITH 
KIEFER ESTIMATE WHICH WAS FOR A SMALLER INSTALLATION AND 
WITH GE QUOTE OF $931,000 FOR 1 100 ASSEMBLY INSTALLATION IF 
ESCALLATION IS CONSIDERED. 
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3. BORAL POISONED RACK INSTALLATION WOULD PROVIDE STORAGE 
FOR AT LEAST TEN YEARS OF ADDITIONAL FUEL DISCHARGES OR 
ABOUT 12 YEARS IF RESERVE SPACE FOR FULL CORE DISCHARGE IS 
SACRIFICED FOR LAST TWO YEARS. 

4. INSTALLATION OF FULL COMPLEMENT OF STAINLESS STEEL 

"FLUX TRAP" RACKS (GE MODIFICATION OF TAPS CONCEPT 
PROPOSED FOR INTERIM USE) WOULD PROVIDE CAPACITY FOR 1600 
ASSEMBLIES, COULD BE FABRICATED WHOLLY WITHIN INDIA AND 
THEREFORE THE COST WOULD BE CONSIDERABLY LESS THAN THAT 
OF THE BORAL DESIGN. THE COST COULD BE IN THE RANGE 
OF ONE MILLION DOLLARS. THIS TYPE INSTALLATION WOULD 
PROVIDE STORAGE FOR ABOUT FIVE YEARS OF ADDITIONAL 
DISCHARGES OR ABOUT SEVEN YEARS IF RESERVE SPACE FOR FULL 
CORE DISCHARGE IS SACRIFICED FOR LAST TWO YEARS. 

5. GENERAL ELECTRIC ON MARCH 16 SENT LETTER TO KHOTARE 
TAPS SUPERINTENDENT (COPY TO CONGEN BOMBAY) ADVISING HIM 
OF DEFICIENCIES IN TAPS CONCEPT FOR INTERIM RACK AND 
ENCLOSING SCHEDULE AND DESIGN INFORMATION OF GE MODIFICA- 
TION OF TAPS CONCEPT. INSTALLATION OF AT LEAST TWO OF 
THESE RACKS IS MOST CRITICAL NEAR TERM NEED. 

6. GE'S LETTER ALSO ADVISED THAT FINAL DRAWINGS AND 
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PROCUREMENT SPECIFICATIONS FOR STORAGE RACK TUBES WILL BE 
PROVIDED TO DOE BY APRIL 15 AND WILL BE REVIEWED WITH 
TAPS PERSONNEL IN BOMBAY SHORTLY THEREAFTER. THIS 
INFORMATION WILL PERMIT INITIATION OF PROCUREMENT FOR 
TUBES. DRAWINGS AND PROCUREMENT SPECIFICATIONS FOR 
ENTIRE RACK IS SCHEDULED TO BE PROVIDED IN EARLY JUNLY 
DOE OFFICIALS DO NOT INTEND TO ACCOMPANY GE FOR THESE 
DISCUSSIONS ON TUBES BUT BELIEVE CONGEN AND STAFF CAN 
HANDLE. IF NECESSARY, C. BASTIN WHO IS THE DOE TECHNICAL 
LEAD ON THIS PROJECT CAN BE CONTACTED AT 301-353-2964 
OFFICE, OR 717-794-2294 HOME. 

7. IT IS EXPECTED THAT DOE WILL BE REPRESENTED AT A 
FUTURE MEETING TENTATIVELY SCHEDULED FOR JULY TO REVIEW: 
DESIGN OF ENTIRE INTERIM RACK, PLANS FOR REMOVAL OF 
EXISTING RACKS, ULTIMATE RACK DESIGN AND THE OVERALL 
TECHNICAL ASSISTANCE PROGRAM. CHRISTOPHER 
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